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The Catty Shadt Ranch Wildlife Sanctuary 

PoBok 77057 Cuslomer ID' 7460 

Jacksonville, FL 32228 Certificate- 

Site: 001 

TME CfiUY SHACK P*NCR WIUDLIf E SaNCTUAR? 


Type ROUTINE INSPECTION 
Dale Sep-1 8-201 4 


3-127 

FACILITIES. OUTDOOR, 

There is standing water and wei muddy conditions throughout enclosure 1 7 housing 5 ligers which indicates 
inadequate drainage. There is wet mud and wetar surrounding the 3 feeing platforms and around the shelter. The 
tigers are unable to easily access their shelter and loed without gcung through the puddles or soggy muddy areas. A 
suitable method shall he provided lo rapidly eliminate excess water. 

Correct by October 25. 2014. 

3-131 <c) 

SANITATION, 

The supply storage anea, which is in close proximity to the food storage area is disorganized and dultered There are 
tooH, supplies and chemical pnoducts piled throughout the front and rear areas. Messy, u nkept disorganized areas 
may allow for accidental contamination ol food and/or harbor verm n and nsecls. Vermin and insect pests may 
harbor disease which is a hazard lo the animats. Premises (buildings and grounds) shall be kepi dean and in good 
repair to prelect the satety end well-being el the animals. 

Correct by Qctcber 10, 2014. 
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